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Message Text 

UNCLASSIFIED 

PAGE 01 ANKARA 02182 251011Z 
ACTION COME-OO 

INFO OCT-01 EUR- 1 2 ISO-OO EB-08 PASS-00 SSO-OO /021 W 

251012Z 098798/13 

O 250935Z MAR 77 

FM AMEMBASSY ANKARA 

TO SECSTATE WASHDC IMMEDIATE 6888 

UNCLAS ANKARA 2182 

E.O. 11652: N/A 
TAGS: BEXP, TU 

SUBJECT: COMBUSTION ENGINEERING INC. 

TO: MR. W. R. D'AQUILLA, MANAGER 

INTERNATIONAL DIVISION, COMBUSTION ENGINEERING, INC. 

1000 PROSPECT HILL RD„ WINDSOR, CONNECTICUT 
TEL: (203) 688-1911, EXT. 5641 

1 . REUR TELECON MARCH 24 WITH MS. MCDONNELL, EMMIOGLU 
WILL NOT BE AVAILABLE MARCH 28 BUT WILL BE GLAD TO SEE YOU 
10:00 A.M., TUESDAY, MARCH 29. HIS CORRECT ADDRESS IS: 

TEMSAN 

SELANIK CADDESI 27, KISILAY - ANKARA 
TEL: 17 20 56 OR 17 95 42 
TELEX: 42318 SAKM TR 

2. WE UNDERSTAND ONE LARGE DOUBLE WILL BE AVAILABLE 
BUYUK ANKARA MARCH 27 THROUGH 30. 

3. EMMIOGLU WILL FURNISH FULL DETAILS RE PROJECT WHICH 
CURRENTLY INCLUDES PLANS TO ESTABLISH ELECTRO-MECHANICAL 
EQUIPMENT PLANTS AT DIYARBAKIR, MALATYA, YOZGAT AND ELAZIG, 

ALL IN EASTERN TURKEY. SIGNED BY: JACK M. CARLE, 

COMMERCIAL ATTACHE 

AMERICAN EMBASSY 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 ANKARA 02182 251011Z 

ANKARA, TURKEY 
MACOMB ER 

NOTE BY OC/TC PASSED ABOVE ADDEE. 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 25-Mar-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977ANKARA02182 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D770102-1014 
Format: TEL 
From: ANKARA 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t19770324/aaaaaubj.tel 

Line Count: 59 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 9c9661b2-c288-dd11-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 01 -Oct-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 3002300 
Secure: OPEN 
Status: NATIVE 

Subject: COMBUSTION ENGINEERING INC. TO: MR. W. R. DYAQUILLA, MANAGER INTERNATIONAL DIVISION, COMBUSTION ENGINEERING, 
IN 

TAGS: BEXP, TU 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/9c9661b2-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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